ST.  JOHN'S  CATHOLIC  CHURCH  is  located  at 
82nd  Avenue  and  Blind  Pass  Road,  on  St. 
Petersburg    Beach,  Florida. 


Color  Photo  by  Ted  Lagerberg 


FNC  4830 
78453 


POST  CARD 

Address 


